Gary R. Herbert 
Governor 


State of Utah 

Spencer J , Cox 
Lieutenant Governor 


February 10,2014 


Office of the Governor 
Salt Lake City, Utah 
84 I I 4-2220 


Mr. David Ostrander, Director 
IJS EPA 8 Epr-f:r 
1595 Wynkoop Street 
Denver, Colorado 80202-1 129 

Mr. Michael K. Sams 
USCG Eight District (drm) 

500 Poydras Street, Room 1330 

New Orleans. Louisiana 70 1 30-33 1 9 . " ; c . 

Dear Mr. Ostrander and Mr. Sams: 

1 am pleased to notify you that I have designated Michael (Mike) Zucker as Utah’s 
primary Regional Response Team (RRT) representative. I have also designated Tyrell (Ty) 
Bailey as the state’s alternate representative to the RRT. Their contact information is as follows: 


Michael Zucker 

Utah Department of Environmental 

Quality 

1 94 North 950 West 

Salt Lake City, Utah 841 14-4480 

(801) 536-4143 
mzucker@utah.gov 


Tyrell Bailey 

Utah Department of Public Safety 
1110 Stale Office Building 
Salt Lake City, Utah 841 14-1710 
(801) 538-3106 
tybailey a utah.gov 


Mr. Zucker and Mr. Bailey are highly experienced in emergency response and 

knowledgeable about the Utah State Hazardous Chemical Emergency Response Commission, 
am confident they will serve well as Utah's representatives on the RRT. 


Sincerely, 



n,(i^Ur 


Gary R. I lerhert 
Governor 
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